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RESEARCH MEMORANDUM 


EXPERIMENTAL CONVECTIVE HEAT TRANSFER TO A 4-INCH 
AND 6-INCH HEMISPHERE AT MACH NUMBERS FROM 
1.62 TO 3.04 


By Leo T. Chauvin and Joseph P. Maloney 
SUMMARY 


Experimental investigation of supersonic aerodynamic heat transfer 
has been conducted on hemispheres. The manner in which heat-transfer 
coefficient varies along a spherical surface has been determined for a 
Mach number range from 1.62 to 3.04. The variation of equilibrium tem- 
peratures along the surface was also determined. Although heat-transfer 
coefficients and equilibrium temperatures were found to be independent 
of Mach number over the range tested, heat-transfer coefficients were 
found to vary 14 percent for a change in the ratio of surface temperature 
to adiabatic wall temperature from 0.70 to 0.96. Transition from a lami- 
nar to a turbulent boundary layer was obtained at a Reynolds number (based 
on length along the surface from the stagnation point) of approximately 
1 x 106 ; corresponding to a region on the body located between the 45° 
and 60° stations. Comparison of the heat transfer at the stagnation 
point with theory is presented and shows good agreement. 


INTRODUCTION 


From the standpoint of minimum drag, high fineness ratio and nearly 
pointed noses are desirable in the design of supersonic missiles and air- 
planes. However, it is necessary for some supersonic vehicles to have 
hemispherical noses to house guidance equipment. The use of this nose 
shape may result in severe drag penalties and high skin temperatures. 
Reference 1 presents the results of a previous investigation on aerody- 
namic heat transfer to & hemisphere at M = 2.0. However, the model used 
was influenced by large magnitude of heat conduction. The National 
Advisory Committee for Aeronautics has made tests in the preflight jet of 
the Langley Pilotless Aircraft Research Station at Wallops Island, Va. to 
determine the pressure drag, pressure distribution, and aerodynamic heating 
of hemispherical noses. The pressure distribution and pressure drag for a 
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hemispherical nose at M = 2.05, 2.54, and 3.04 have been reported in 
reference 2. The test results presented herein are for the aerodynamic 
heating on a hemispherical пове 4 inches in diameter at Mach numbers of 
1.62 to 3.04 and for a Reynolde number of approximately 4.5 x 106 based 
on nose diameter. Additional tests were made at .M - 1.99 ona hemi- 
spherical nose 6 inches in diameter. Reynolds number for this test was 


approximately 6.4 x 109 » and tests were made for two different degrees 


of surface smoothness. These Reynolds numbers for both models were based 


on properties of the air in the undisturbed free strean. 


SYMBOLS 
M Mach number 7 
V velocity, ft/sec ; 
h local heat-transfer coefficient, Btu/(sec)(sq ft)(9F) 
Tw skin temperature, OR " 
Ta equilibrium skin temperature, OR = 
Ea stream stagnation temperature, OR | 
Tow adiabatic wall temperature, OR 7 4 
T skin thickness, ft 
c specific heat of skin, Btu/lb °F i 
а mass density of wall, lb/cu ft | - — E e 
t time, sec 
1 length along the surface from the stagnation point on the | 
model, ft | | 
р density of air, slugs/cu ft 


absolute viscosity of air, lb-sec/sq ft 


Specific heat of air at constant pressure, Btu/slug ОР 


ы ,0 Е 
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Nu Nusselt number, Һ1/к 
Pr Prandtl number, Cpu/x 
R Reynolds number, pV1/4 
h 
Stanton number, ——— = MU. 
Сн ° рерў Pr В 


APPARATUS, MODELS, AND TESTS 


The 4-Inch Model 


The preflight jet test facility ів a blowdown-type tunnel, supplying 
air from storage spheres to an 8-inch auxiliary jet and a 12-inch main 
jet. The 4-inch model was tested in the 8-inch auxiliary jet which 
utilized interchangeable nozzles to obtain different Mach numbers. Refer- 
ence 2 showed that the flow properties along the hemisphere was not influ- 
enced by the relatively lerge ratio of model diameter to jet diameter. 
Elaboration on the details of the preflight jet test facility can be 
secured from reference 5. 


Steady flow conditions are obtained approximately 5 to 8 seconds 
after initial opening of the jet exhaust valve. In order to prevent the 
model from being subjected to any jet starting transients, the model was 
inserted into the air stream after steady flow was established. Inserting 
the model was accomplished by mounting the model support on a pivoted 
strut which was swung into the flow by a quick-operating hydraulic sys- 
tem. Prior to each test the model was clear of the air stream and then 
was injected into test position in 0.5 second. А position indicator 
recorded the model location as it moved into the flow. All the test 
results are for the model alined with the center line of the jet. A 
photograph of the model and strut in the test position is shown in 


figure l. 


The lh-inch-diameter model was a hemispherical nose, made of K-monel, 
0.037-inch thick, and having a smooth and highly polished surface. 


Eight no. 36 1ron-constantan thermocouples were fused to the inner 
surface of the hemispherical nose. Stagnation temperatures were meas- 
ured ahead of the nozzle throat and at the model support. 


All measurements were recorded on recording galvanometers, synchro- 


nized by means of a timer having a frequency of 10 cycles per second. 
The instruments were accurate to 1 percent of their full-scale deflections 


which corresponds to 45? Е. 
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The Reynolds number for the test Mach numbers of 1.62, 2.05, 2.5%, 


and 3.04 were 3.80 x 106, 4.54 x 106, 4.86 x 106, ana 3.93 x 106, 
respectively, based on body diameter and free-streem conditions. The 
small change in Reynolds number with Mach number was due to the varia- | 
tion in static pressure and temperature. The tests at M = 1.62 and 2.05 
were for approximately sea-level conditions, whereas the tests at 

M = 2.54 and 3.04 were for a static pressure corresponding to an alti- 
tude of approximately 15,000 and 28,000 feet, respectively. Testing at 
steady flow conditions was maintained until several seconds after equi- 
librium conditions had been established. The air supply was sufficient 
to enable testing at the desired flow conditions for approximately 

55 seconds. 


The 6-Inch Model 


The 6-inch-diameter model was tested in the 12-inch main jet of the 
preflight test facility. The tests were made in a two-dimensional nozzle. 
A photograph of the model mounted in the jet is shown in figure 2. 


The model was made of 0.057-inch-thick K-monel. Two tests were con- 
ducted on this model, the first with & smooth and highly polished surface 
and the second with a roughened surface. The roughened surface corre- 
sponded to a light sand blast. ў - | Е 


Nine iron-constantan thermocouples were installed on the inner sur- 
face of the model. Thermocouple locations for both hemispheres can be 
obtained from figure 5. The model was mounted on a fixed support and 
unlike the lh-inch model was subjected to heating during the starting of 
the jet. The stagnation temperature measured in the heat exchanger А 
total pressure, and skin temperature measurements were recorded оп 
recording gglvanometers. . 


Ihe Mach number for both the smooth and roughened models was 1.99 
and the Reynolds number based on body diameter was 6.4 x 106 which corre- 
sponds to sea-level conditions. Steady flow was maintained for 50 seconds й 
at which time the skin temperatures were essentially in equilibrium. 


RESULTS AND DISCUSSION 
Equilibrium Temperatures 
The measured equilibrium temperatures for the 4-inch and 6-inch noses 
аге shown in figure 5. The values were obtained at approximately 50 sec- 


onds after the start of the test when it was observed that the skin had 
reached a thermal equilibrium. The equilibrium skin temperature expressed 


ibe 
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as а ratio to stagnation temperature is plotted on a radial scale which 
indicates the location at which the measurements were made. The meas- 
urements from the 4-inch nose show a temperature ratio of 1 corresponding 
to stagnation temperature occurring at the front of the nose. The equi- 
librium temperature decreases gradually along the surface and at the 

90° station the skin temperature is about 95 percent of the stagnation 
temperature. 


Equilibrium temperatures are not shown for the stagnation point and 
the station on the 6-inch nose because of thermocouple failure. 
Thermocouples at the stagnation point and at the 70° station on the rough 
nose also malfunctioned. 


Data for the test at M = 3.04 on the 4-inch nose were confined to 
the stations from 30° forward because the low static pressures in the 
nozzle caused a normal shock whose influence was felt beyond the 45° sta- 
tion, as shown in reference 2. 


Heat-Transfer Coefficient 


The aerodynamic heat-transfer coefficient was measured during the 
transient heating of the model after the establishment of steady air flow 
from the nozzle. Radiation from the model and conduction along-the sur- 
face were calculated and found to be negligible. By neglecting these 
terms, the convective heat transferred to the model can be equated to the 
heat absorbed by the model skin per unit of time. 


Һ(Тау - Ty) = тей GT,/àt — 


The hest-transfer coefficient h can then be obtained from this equation. 


For conditions where radiation and conduction are negligible, the 
measured equilibrium skin temperature Ta is equal to the adiabatic wall 


temperature Tay. 


The aerodynamic heat-transfer coefficients were evaluated by this 
equation, taking the mass density of the К monel skin as 555 lb/cu ft 
and its specific heat ав 0.127 Btu/lb/°F. The skin temperature and its 
time rate of change were obtained from the measured time histories of the 
skin temperature. The adiabatic wall temperatures were computed from the 
experimentally determined temperature ratio Te (Ев: А typical skin tem- 
ше and stagmation temperature variation with time is shown in 
figure 4. | 
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Measured aerodynamic heat-transfer data are presented in figure 5 _ 
as Stanton number plotted against Reynolds mumber for various heating 
conditions. The heating condition, expressed as a ratio of wall tem- 
perature to adiabatic wall temperature, varied from 0.70 to 0.96 during 
the experimental investigation. The air properties in the Stanton 
and Reynolds numbers obtained from reference 4 are based on conditions 
Just outside the boundary layer, and the length term in Reynolds number | 
is taken as the distance along the surface from the stagnation point to 
the measurement station. Local conditions outside the boundary layer . 
were calculated by assuming isentropic flow behind the nose shock and by 
utilizing reference 2 for the static pressures on the body. Heat-transfer 
deta are shown for the lh-inch- and 6-inch-diameter hemispheres having 
smooth and highly polished surfaces for Mach numbers from 1.62 to 3.0%, 
and for the 6-inch-diameter hemisphere having & rough surface at a Mach | 
number of 1.99. 


Data points for the !-inch nose are shown in figures 5(a), (b), (е), 
and (d) for temperature ratios Ty/Tay equal-to 0.70, 0.80, 0.90, 


and 0.96, respectively. The 6-inch-nose date points were confined to a 
temperature ratio of 0.96 only (fig. 5(d)) since the data at lower tem- 
perature ratios were obtained during the period of павоезеу flow associ- 
ated with starting the jet. is: 

laminar flow prevailed on the h-inch nose for Reynoids numbers to 
approximately 1 x 106 , corresponding to approximately the 45° station. 
Beyond the 45° station the data dispersed from the trend established 
during the laminar region; this dispersion indicates the flow was under- 
going transition to turbulence. During this transition, a large increase 
in heat transfer is effected by small changes in Reynolds number. Сопве- 
quently, the equilibrium temperatures for stations beyond 45° in figure 5. 
are characteristic of transitional and turbulent flow. Heat transfer for 
fully developed turbulent flow is shown in figure 5(d) for the roughened | 
6-inch hemisphere having a temperature ratio of 0.9. 


The heating-condition effect on the laminar heat transfer is demon- 
strated by plotting the lines representing the faired data from each of 
the four heating conditions on a composite curve (fig. 5(e)). As the 
heating condition T,/T,,, increased, the Stanton number, which contains 
the heat-transfer coefficient, decreases proportionately. These faired 
curves yielded the following empirical equation for the laminar heat 
transfer on а hemispherical surface. 


ы -0.5 
=з -0.22 
Cg = 1.46 В -- | 


For an increase іп Ty/Tay from 0.70 to 0.96 a decrease of 14 percent 
occurred in Cp. | 
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Since the data presented in each of the heating conditions investi- 
gated covered a range of Mach numbers fram 1.62 to 3.04, the lack of any 
systematic scatter of the data points indicated that no Mach number effect 
was present in this range. This laminar heat transfer was not unexpected, 
however, as the stations in the laminar flow region were also 1n the 
region of subsonic flow behind the bow wave. 


Figure 6(a) presents the heat-transfer data measured at the stag- 
nation point on the 4-inch hemispherical nose. The data are plotted 
according to a theory presented in reference 5 which correlates the 
stagnation-point heat transfer as Nu рг-0.4 = 1.5280-2, The flow con- 
ditions are based on the air properties just behind the center of the 
bow wave, and the length parameter is the diameter of the body. The dis- 
crepancy between theory and experiment is partially due to the fact that 
heating effect is not accounted for in the equation, whereas the data 
show a trend with heating condition. The experimental data are for a 
range of heating T,/Te, from 0.7 to 0.9. Figure 6(b) gives the com- 
parison between the calculated time histories of skin temperature using 
the theory of reference 5 for the heat-transfer coefficient and the meas- 
ured skin temperature to M = 2.05. The maximum deviation of the theo- 
retical skin temperature from the measured skin temperature was approxi- 
mately 20° F. Similar agreement was obtained for other Mach numbers 
investigated. 


CONCLUDING REMARKS 


Equilibrium skin temperatures and convective heat transfer have been 
measured оп a 4-inch- and 6-inch-diameter hemispherical nose. The Mach | 
number for the h-inch nose ranged from 1.62 to 5.04 for a Reynolds number 
based on body diameter of approximately 4.5 x 106. The 6-inch nose was 
tested at M = 1.99 at a Reynolds number based on body diameter of 
6.4 x 106 and for two surface conditions. 


The measured equilibrium skin temperature for these tests was equal 
to the stagnation temperature at the 0% station (stagnation point) and 
decreased gradually along the surface to 95 percent of the stagnation 
temperature at the 90° station. 


Transition from a laminar to a turbulent boundary layer occurred on 


the hemisphere аб а Reynolds number of about 1 х 106 corresponding to a 
region between the 45° and 60° station. 


The heat-transfer data indicated the influence of the heating con- 
dition expressed as the ratio of the wall temperature to the adiabatic 
well temperature Ty/Tay from 0.70 to 0.96. An increase in heat transfer 
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was noted at the onset of transition on the smooth nose, approaching the 


turbulent values measured on a roughened nose. E 


Heat transfer was measured at the stagnation Е which when com- 
pared with theory yielded good agreement. 


Langley Aeronautical Laboratory, 
National Advisory Committee for Aeronautics, 
Langley Field, Va., November 24, 1953. 
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Figure 1.- Photograph of 4-inch-diameter hemispherical nose mounted in 
the 8-inch auxiliary jet. 
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L~70981.1 
Figure 2.- Photograph of the 6-inch-diameter hemispherical nose mounted 
in the main jet. 
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Figure 5.- Equilibrium skin temperature for the 4- and 6-inchediameter 
hemispherical nose. 
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Figure Àh.- Typical temperature-time histories. 
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Figure 5.- Correlation of heat transfer for hemispheres with Reynolds 
number for various heating conditions. 
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Figure 5.- Continued. 
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Figure 5.- Continued. 
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(e) Summary of the faired laminar heat-transfer 
data on hemispherical surfeces. 


Figure 5.- Concluded. 
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Figure 6.- Comparison of measured and theoretical heat transfer at the 
stegnation point. = 
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